When the ward was organized the meetings were held in the Heber 
Central School building. Members began a drive to collect funds for 
a new building, and by December 26, 1915 they were ready to dedicate 
a $13,000 chapel at Fourth South and Main Street. President Joseph F. 
Smith dedicated the building, which is still in use today by the ward. 


The Heber Third Ward Chapel built in 1912. 
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